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way to the gas holder, but also introduces the steam, which through
decomposition affords a means of controlling generator tempera-
tures and by reducing the quantity of air used greatly increases the
heat value of the resulting gas.

In the suction producer, steam is evaporated in a small evaporator

at atmospheric pressure by the hot gases on their way to the scrub-
ber; in the pressure type the steam is generated at from 70 to 100
pounds pressure in an auxiliary boiler. The evaporator of the
suction producer is replaced in the pressure producer by an econo-
mizer which effects a heat interchange between the hot gases leaving